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23 SEP 1978 


MEMORANDUM FOR: Director of Personnel 


SUBJECT > Fiscal Year 1979 Manpower Ceilings 


-l. The following full-time permanent position ceilings have 
been approved by the Director for Fiscal Year 1979: 


Office of the Director and 
Independent Offices 25X1 


Administration Directorate 
National Foreign Assessment Center 
Operations Directorate 
Science and Technology Directorate 
Agency Total 
2. The above figures do not reflect final action by the Congress 
on the Agency's 1979 Program. You will be advised of any changes 


in these figures when Congressional action has been completed. 


3. The individual compenent ceilings as of 1 Cctober 1978 
are shown on the attachment, 


25X1 
ames H. Taylér 
Comptroller 
Attachment : 
As Stated 
OD/Personnel Distribution: 
Orxg - Chief, SRB via DD/Pers/P&C 
_ 1 - Chief, PMCD via DD/Pers/P§C 
1 - Chief, SPD via DD/Pers/R&P 
1 - D/Pers Chrono 
25X1 
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